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FLorHAM Park, N.J.: 
Dwelling Fire, Feb. 25, 1972. 4:60 
Foam, Aqueous Fitm-ForMING: 
Facts and Fallacies. 1:57 
Tests, Hickam AFB. 5:45 
Foam, FLUOROPROTEIN: 
COMPARISON WITH OTHER Foams. 1:57 
Foam, HicH-EXPpansIon: 
Use on LNG Spills. 2:32 
Foam, PROTEIN: 
Comparison with Other Foams. 1:57 
747 Hangar System. 2:24 
Foam RUBBER: 
Smoke Generation in Fire 3:62 
Foop-ProcessinG PLANT FIRE: 
Rice, Greydan, La., May 30, 1972. 56 
Forests: 
Losses, 1971. 5:67 
Fort Wayne, Inp.: 
Upholstery Shop Fire, Sept. 7, 1971. 1:48 
FRANCE: 
Fire Statistics, 1971. 6:59 





Friction Hzat: 

Belt, Fire Cause. 1:35 
Furniturn, UPHOLSTERED: 

Fire Involving. 5:76 
FURNITURE PLANT Fire: 

Benton, Ark., Sept. 21, 1971. 1:48 
Fousrsue Lings: 

In Building Codes. 3:67 


G 


GALLIon, OxIO: 

Travel Trailer Fire, Nov. 10, 1971. 2:52 
Gamazs: 

Hazardous One Eliminated. 1:95 
Garace, Repair, Fire: 

Bellingham, Mass., March 24, 1972. 5:76 

Nashville, Tenn., Jan. 19, 1972. 5:76 

Rockford, Ill., April 17, 1972. 5:76 
GaraGes, ResipENTIAL PARKING: 

Losses, 1971. 5:67 
GarpEn Grove, CaALir.: 

Fire Protection Plan, Other Side. 2:45 
Gas, NATURAL: 

Explosion. 6:58 

Vehicle Installations. 6:11 
Gas Fires anp Exp.osions: 

LNG. 4:38 

LP-Gas. 3:60 

Methane. 3:64 

Natural Gas. 1:47, 48 
GasOLINE: 

Fuel Tank Repair Fire. 5:76 

Used to Clean Floor. 3:59 
Gasouine Service Stations (See Store Fire) 
General Services ADMINISTRATION: 

Systems Approach to Building Protection. 5:59 

Systems Approach to Life Safety. 5:97 
Germantown, Mp.: 

Dwelling Fire, May 25, 1972. 6:57 
Guass, D. E.: 

Director, NFPA, 1972-1973. 5:37 
Granapba, MINN.: 

Warehouse Fire, July 29, 1971. 1:50 
Grant, Ropert W.: 

Vice-President, NFPA. 5:28, 60 
Gratz, Davi B.: 

Director, NFPA, 1972-1975. 5:37 
Greene, Marne: 

Computer Fire, Oct. 25, 1971. 1:49 

Office Building Fire, Oct. 25, 1971. 1:49 
Greypan, La.: 

Food-Processing Plant Fire, May 30, 1972. 6:56 
Gairrin, Ga.: 

Textile Products-Manufacturing Fire, March 17, 1972. 5:78 
GROUNDING: 

Static Protection. 6:44 
Guarp (WATCHMAN), UNSATISFACTORY PERFORMANCE: 

Fire Discovery Delayed 40 Minutes. 5:78 


Harr: 
Fire Fighters. 3:106; 5:142 
Haton Sysrems: 
Data Tape Vault Protection. 6:51 
Static Protection. 6:44 
Haton 1301: 
Aircraft Cabin Fire Protection. 5:46 
Concentrations for Deep-Seated Fires. 5:48 
Corrosion Tests. 2:20 
Decomposition Products. 2:20 
Decomposition Products in Fire Tests. 5:107 
Deep-Seated Fire Tests. 2:19 
Effects on Computers. 5:48 
Fur Coat Test. 2:21 
Properties. 3:37 
Simulated Computer Test. 2:21 
Toxicity. 3:38 
Haton 1301 Exrincuisuine System: 
Aircraft Cargo Protection. 4:43 
Applications. 3:37 
Computer Installation Tests. 5:105 
Package Systems. 3:39 
Haton 1301 System, UNSATISFACTORY PERFORMANCE: 
Engine Enclosure Blown Off by Fire. 1:50 
Hatons: 
APPLICATIONS. 3:37 


Hammonn, Onr.: 

Dwelling Fire, Dec. 2, 1971. 3:64 
HANGARS: 

AFFF Protection Systems. 5:46 
Harmony, MaIne: 

Barn Fire, Aug. 11, 1971. 1:50 
Hazarp IDENTIFICATION: 

New DOT System. 5:42 
Hazarpous MATERIALS: 

DOT-Proposed Identification System. 5:5 

NFPA Identification System. 5:47 

NFPA Recommendations to DOT. 2:44 
Heatrs Care Facruities (See Nursing Homes, Homes for Aged) 
Heat: 

Measuring Release. 5:45 
HEATING AND COOKING EQUIPMENT: 

Deep-Fat Fryer. 1:49 
HEATING-AND-COOKING-EQUIPMENT FIRE: 

Deep-Fat Fryer, Electric. 3:62 

Electric Coffee Pot Left on. 3:60 

Electric Heater, Portable. 3:62 

Electric Heater, Waste Ignited by. 3:60 

Floor Furnace. 6:58 

Furnace, Gas-Fired. 4:62 

LP-Gas Heater. 2:52 

LP-Gas Stove. 3:8 

Oil-Fired Boiler. 2:51 

Restaurant Grease Hood Duct. 4:61 

Stove, Deep-Fat Frying. 2:51 

Stove, Grease on, Ignited. 3:59 

United States Estimates, 1971. 5:66 
HELICOPTERS: 

Used for Building Evacuation. 3:05 

Used for Rescue from Building. 4:13 
Henperson, N.C.: 

Warehouse Fire, June 25, 1971. 1:50 
Hieu-Rise BuitpinGs: 

Built-in Protection for. 4:40 

Dormitory Evacuation Plan. 2:5 

The Case for Evacuating. 3:25 

Evacuating. 5:142 

Fatal Fire in. 3:10 

Fire. 4:7 

GSA Life Safety Systems Approach. 5:97 

NFPA Special Committee. 5:62 

Sprinkler Experience. 6:47 

Sprinkler Protection for Sears Tower. 5:7 
Historic-BuiLp1ne Fire: 

Annapolis, Md., July 7, 1971. 1:49 
Home-ror-AGEp Fire: 

Lincoln Heights, Ohio, Jan. 26, 1972. 4:61 

Rosecrans, Wisc., April 4, 1972. 5:52 
Homes For AGED (See also Nursing Homes): 

Losses, 1971. 5:66 

Structural Needs for. 2:55 
HONESDALE, Pa.: 

Nursing Home Fire, Oct. 19, 1971. 1:33 
Hone Kone: 

Ship Fire, Jan. 9, 1972. 3:60 
Hono.utv, Hawa: 

Truck Fire, Feb. 23, 1972. 6:58 
Hose CaBINETs: 

No Water Connection. 3:12 
Hospitab Fire: 

Pueblo, Colo., May 17, 1972. 5:76 

Stamford, Conn., Dec. 4, 1971. 3:62 
Hospita.s: 

Disposable Products, Use in. 3:18 

Disposables, Fire Load of. 4:27 

Distance to Exits. 3:67 

Fire Plan. 1:27 

Flame-Retardant Clothing, Bedding. 1:84 

Losses, 1971. 5:66 

Need for One Standard for. 6:64 

Structural Needs for. 2:55 

VA's Fire Safety Program. 5:37 

Waste Materials, Disposal in. 4:27 
Hore. Fire: 

New Orleans, La., July 23, 1971. 1:5 

Seoul, Korea, Dec. 25, 1971. 3:5 

Toppenish, Wash., Jan. 5, 1972. 4:61 

Tyrone, Pa., Jan. 16, 1972. 3:29 
Hore. (Resort) Fire: 

Mount Shasta, Calif., Oct. 29, 1971. 3:59 
Horets: 

Fire Alarm Systems. 2:94 

Losses, 1971. 5:67 
HovsineG, INDUSTRIALIZED: 

Unique Fire Safety Problems. 5:47 
Hovston, Tex.: 

Railroad Rolling Stock Fire, Oct. 19, 1971. 2:13 

Train Derailment, Explosion, Oct. 19, 1971. 5:41 





Howarp, Ropert: 

Director, NFPA, 1972-1974. 5:61 
Hurst, Martin 8.: 

Director, NFPA, 1972-1975. 5:37 
Hypravuic Om: 

Fire Spread by. 6:56, 57 

Hose Ruptured. 6:58 
Hypravtics: 

For Fire Protection. 5:39 
Hyprocen: 

Rupture Disc Ruptured. 6:58 
Hyprocen BromIpe: 

Halon 1301 Decomposition Product. 2:20 
HyYpRocEn FLvoripe: 

Halon 1301 Decomposition Product. 2:20 


IanrT1I0N TEMPERATURES: 
Discrepancies in. 5:45 
ILLUMINATION: 
For Means of Egress. 6:42 
IncenpiarY (Suspicious) Fires. 1:8, 23, 47, 50; 2:54; 3:59; 4:66; 
6:33, 57 
Losses, 1971. 4:64; 5:66, 75, 76 
INDIANAPOLIS, IND.: 
Metalworking Plant Fire, May 17, 1972. 6:56 
INDUSTRIAL Fire PrRoBLEMs EXCHANGE: 
Fire Protection Engineering in Europe. 5:70 
Insurability from Fire. 1:86 
INDUSTRIAL Fire PROTECTION: 
European. 5:70 
System for Isolated Facilities. 4:45 
InpusTRIAL Lirt TRUCKS: 
In-Plant Fire Safety. 5:103 
INDUSTRIAL OcCUPANCIES: 
Loss Trend. 2:7 
Losses, 1971. 5:67 
Inspectors, Fire PREVENTION: 
Four-Day Work Week. 5:37 
Qualification Standards for. 5:37 
INSTITUTE OF MAKERS OF EXPLOSIVES: 
Explosives Truck Fires. 1:39 
INSTITUTIONAL FIRE: 
Convalescent Home, Springfield, Ill., May 5, 1972. 5:16 
INSTITUTIONAL OCCUPANCIES: 
Losses, 1971. 5:66 
INSULATION, POLYISOCYANURATE: 
Fire Test. 6:39 
INSULATION, POLYURETHANE: 
Fire Test. 6:39 
INSURANCE: 
Fire. 1:86 
INTERIOR FINISH: 
Fire Spread by. 2:52, 54 
INTERIOR Finisu, CeEmLinG Tite: 
Fire Spread by. 2:53 
INTERIOR Finisu, FIBERBOARD: 
Fire Spread by. 1:25; 4:107 
INTERIOR FinisH, PLywoop: 
Fire Spread by. 1:35; 5:19 
INTERIOR FinisuH, Woop: 
Fire Spread over. 5:55 
INTERIOR FinisH, Woop PANELING: 
Fire Spread by. 5:75 
INTERNATIONAL FirE PROTECTION ENGINEERING INSTITUTE: 
First Annual. 5:50 
INTERNATIONAL Fire SERVICE TRAINING AssociaTION. 5:40 
INTERNATIONAL Fire STATISTICS: 
Losses, 1971. 5:69 
INVESTIGATORS, FIRE: 
Qualification Standards for. 5:37 
Inonpequoit, N. Y.: 
Dwelling Fire, Oct. 11, 1971. 2:51 
Irvine, Cauir.: 
Laboratory Fire, June 2, 1972. 6:57 
Irvine, Tex.: 
Asphalt Roofing Plant Fire, June 30, 1972. 6:57 
ITaty: 
Fire Statistics, 1971. 6:59 


Jamaica, N. Y.: 

Aircraft Fire, Nov. 8, 1971. 1:50 
JAPAN: 

Fire Statistics, 1971. 6:59 


Joxnnson, Josep E.: 
Treasurer, NFPA Board, 1972-1973. 5:36 

Jomnt Councit or NaTIoNnaL Fire Service ORGANIZATIONS: 
NFPA Cooperation with. 2:44 
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Kavamagzoo, Micu.: 

Warehouse Fire, Aug. 24, 1971. 1:50 
Kannapotis, N.C.: 

Textile Products-Manufacturing Fire, Aug. 19, 1971. 1:48 
KitcHen Cooxine Equipment (See Ducts, Filters) 
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LABORATORIES: 

Proposed Accreditation of, NBS. 3:21 
LABORATORY FIRE: 

Industrial, Irvine, Calif., June 2, 1972. 6:57 

Record, 1971. 4:63 

Research, Boulder, Colo., Jan. 15, 1972. 4:62 
Lake Huron, Micu.: 

Tunnel Fire, Dec. 11, 1971. 3:63 
LAKELAND, Fia.: 

Shopping Center Fire, Nov. 22, 1971. 3:61 
LANCASTER, Pa.: 

Warehouse Fire, Feb. 6, 1972. 5:78 
LANTERN: 

Gasoline, Fire Cause. 6:57 
LarGe-Loss-or-Lire Fire (10 or More Deaths): 

Buechel, Ky. (Nursing Home) (10). 3:64 

East Haven, Conn. (Aircraft) (28). 3:63 

Hammond, Ont. (Dwelling) (11). 3:64 

Honesdale, Pa. (Nursing Home) (15). 1:33; 3:64 

Lincoln Heights, Ohio (Home for Aged) (10). 4:62 

Little Rock, Ark. (Aircraft) (10). 3:64 

Near Lake Huron, Mich. (Tunnel) (21). 3:63 

Off British Columbia (Cruise Ship) (32). 3:63 

Rosecrans, Wisc. (Home for Aged) (10). 5:52 

Sdo Paulo, Brazil (Office Building, Department Store) (16). 4:7 

Seattle, Wash. (Apartment) (12). 3:64 

Seoul, Korea (Hotel) (163). 3:5 

Springfield, Ill. (Convalescent Home) (10). 5:16 

Sylmar, Calif. (Tunnel) (16). 3:64 

Tyrone, Pa. (Hotel) (12). 3:32 

Woodbine, Ga. (Explosives) (25). 3:63 
Las Vecas, NEVv.: 

Office Fire, March 6, 1972. 5:75 
Lemon Grove, CaALir.: 

Church Fire, March 18, 1972. 5:75 
LeMmoyrne, ALa.: 

Textile Mill Fire, March 15, 1971. 4:65 
LETTERS TO THE ASSOCIATION. 1:95; 2:94; 3:112; 4:112; 5:142; 6:103 
LiBRaRY FIRE: 

Philadelphia, Pa., July 25, 1972. 6:16 
LIGHTING, EMERGENCY: 

Design Considerations. 5:51 

Requirements. 6:42 
LIGHTNING: 

Fire. 1:50 

Losses, 1971. 5:66 
Lincotn Heteuts, Ox10: 

Home-for-Aged Fire, Jan. 26, 1972. 4:61 
LinpstrRom, MInn.: 

Warehouse Fire, Aug. 19, 1971. 1:50 
Liqueriep Natura Gas (See LNG) 

LittLe Rock, ARK.: 

Aircraft Fire, Nov. 15, 1971. 3:63 
LNG: 

Extinguishing Fires. 2:32 

A Fire Service Appraisal. 1:15; 2:30 

Foam to Control Vapors. 2:32 

Hazards. 1:15 

Plant Explosion. 4:38 

Properties. 1:15 

Water on Pools. 2:31 
LNG Pant Fire: 

Montreal East, P.Q., Jan. 27, 1972. 4:38 
LNG SroracGe: 

Control of Spill. 2:30 

Fire Extinguishment. 2:30 
Lonouac, Onr.: 

Woodworking Plant Fire, May 27, 1972. 6:56 
Looxinc at Fire Hazarps: 

Powered Industrial Trucks. 5:103 
Lorain, Ox10: 

Ship Fire, June 24, 1971. 4:65 





Los Anczues, Cauir.: 

Dwelling Fire, Dec. 23, 1971. 3:59 

Vacant-and-Idle-Building Fire, Oct. 28, 1971. 3:59 
Los Gatos, Cautr.: 

Office (Dentist) Fire, Sept. 28, 1971. 4:59 
LumBERYARD Fire: 

Springfield, Oreg., March 22, 1972. 5:78 


M 


MAncuHester, N.H.: 

Plastics Products-Manufacturing Plant Fire, Nov. 2, 1971. 2:53 
MANUFACTURING CHEMISTS ASSOCIATION: 

CHEMTREC. 5:42 
Marryatt, Harry W.: 

Review of His Book. 1:28 
Marrocss, Etmer O.: = 

Chairman, NFPA Board, 1972-1973. 5:36 
McCuennan, W. Howarp: 

Director, NFPA, 1972-1975. 5:37 
McCormick Puiace Fire: 

Chicago, Ill., Jan. 16, 1967. 1:87 
McKinnon, Gorpon P.: 

Secretary, Railroad Section, 1972-1973. 4:44 
Meape County, Ky.: 

Mobile Home Fire, Sept. 19, 1971. 2:52 
MERCANTILE OccuPANCIES: 

Loss Trend. 2:8 
METALWORKING PLANT Fire: 

Aluminum, Niles, Mich., June 27, 1972. 6:57 

Aluminum Castings, Indianapolis, Ind., May 17, 1972. 6:56 

Motor Homes, Payette, Idaho, Dec. 20, 1971. 2:53 
Merny. Eturt Ketone PEROXIDE: 

Fire Cause. 6:56 
Mosite Home Fire: 

Colorado Springs, Colo., May 5, 1972. 6:57 

Meade County, Ky., Sept. 19, 1971. 2:52 
Mostce Homes: 

FMA Resolution on. 5:38 
Monrreat, P. Q.: 

Office Building Fire, Jan. 27, 1972. 4:59 
Monrreat East, P.Q.: 

LNG Plant Fire, Jan. 27, 1972. 4:38 
Morgan, CHarues §.: 

President, NFPA. 5:60 
Morgan, Watter E., Jr.: 

Director, NFPA, 1972-1974. 5:37 
Morgantown, W. Va.: 

Apartment Fire, March 20, 1972. 5:75 
More. Fire: 

Sept. 1971, Olympia, Wash. 1:47 
MoreE.s: 

Losses, 1971. 5:67 
Moror VEHICLE: 

Natural Gas Fuel Installation. 6:11 
Moror VEHICLES: 

Flammability Standards. 4:34 

Losses, 1971. 5:67 
Morors, Evecrric: 

Ignition Source. 4:53 
Mount Suasta, Cauir.: 

Hotel Fire, Oct. 29, 1971. 3:59 
Mottipte-Deatu Fires: 

Losses, 1971. 3:63 
Mouttipcex ALARM Systems: 

Promise for the Future. 5:14 


N 


NasHVILLE, TENN. 
Garage, Repair, Fire, Jan. 19, 1972. 5:76 
Nursing Home Fire, Sept. 13, 1971. 1:47 
School Fire, Feb. 8, 1972. 5:75 
Woodworking Plant Fire, Feb. 4, 1972. 5:77 
Nationat Bureau or STANDARDS: 
Fire Program, 1972. 5:58 
Fire Research and Safety Office Program. 1:44 
Proposed Laboratory Accreditation Program. 3:21 
NATIONAL COMMISSION ON FIRE PREVENTION AND CONTROL: 
Evaluation Program of the. 4:19 
National Fire Prorive, THe. 2:7 
NaTIONAL ScreNcE FounDATION: 
RANN Program. 6:35 
NEC anp You, Tue: 
Electric Ignition Sources. 4:52 
How Bonding and Grounding Protect against Static. 6:44 


Overcurrent Protection-Transformer Secondaries. 1:81 
Recessed Fixtures. 5:100 
Selecting a Location for Service Equipment. 3:71 
NETHERLANDS: 
Fire Statistics, 1971. 6:59 
New Brunewics, N.J.: 
Wig Shop Fire, April 24, 1972. 6:58 
New Manrtinsvittze, W. Va.: 
Chemical Plant Fire, Nov. 8, 1971. 4:66 
New Orveans, La.: 
Hotel Fire, July 23, 1971. 1:5 
New Yors, N.Y.: 
Club Fire, March 22, 1972. 6:32 
Sprinkler Experience, High-Rise Buildings. 6:47 
New ZEALAND: 
Fire Statistics, 1971. 6:59 
Sprinkler Protection. 1:28 
NFPA: 
Auditor’s Report, 1971. 4:102 
Cooperation with Joint Council of National Fire Service 
Organizations. 2:44 
International Membership. 6:5 
Local Fire Prevention Committees. 1:95 
Long-Range Programs. 5:21 
New Service Mark Adopted, 1971. 2:44 
Role in Systems Development. 1:10 
NFPA ApMINISTRATIVE COMMITTEES: 
Fire Records, December 1971 Report. 2:41 
International Affairs, December 1971 Report. 2:41 
Technical Advisqry, December 1971 Report. 2:41 
NFPA AnnuaL Meeyqine, SEVENTY-SIXTH: 
Aviation Seminar. 5:45 
Current Detecticn and Alarms Development. 5:49 
Documentary Night — Firetrap. 5:46 
Electrical Section. 5:44 
Extinguishing Agents and Systems. 5:47 
Final General Session. 5:50 
Fire Marshals Association. 5:37 
Fire Research Session No. 1. 5:45 
Fire Research Session No. 2. 5:46 
Fire Service Session. 5:40 
Industrial Fire Protection Section. 5:39 
Opening General Session. 5:35 
Railroad Section. 5:41 
SFPE Annual Meeting. 5:48 
SFPE Seminar No. 1. 5:48 
SFPE Seminar No. 2. 5:48 
Special Hazard Protection. 5:50 
Special Occupancy Fire Problems. 5:47 
Systems Approaches to Fire Protection. 5:49 
NFPA Boarp or D1rEcTors: 
Increased from 15 to 18. 5:36 
Report, 1972. 5:24 
NFPA Boarp or Drrectors MEETINGS: 
Boston, Mass., June 22, 1972. 5:61 
New York, N. Y., Dec. 14, 1971. 2:40 
Philadelphia, Pa., May 15, 1972. 5:60 
NFPA Copes, STanDARDS, ETC.: 
No. 10, 1972 Revisions. 5:87 
No. 10A, 1972 Revisions. 5:87 
No. 11, 1972 Revisions. 5:83 
No. 11B — T, Tentative Adoption, 1972. 5:83 
No. 12, 1972 Revisions. 5:80 
No. 12A, 1972 Revisions. 5:83 
No. 12B, Official Adoption, 1972. 5:83 
No. 13, 1972 Revisions. 5:79 
No. 17, 1972 Revisions. 5:81 
No. 18, 1972 Revisions. 5: 
No. 20, 1972-Revisions. 5: 
No. 30, 1972 Revisions. 
No. 31, 1972 Revisions. 
No. 32, 1972 Revisions. 5: 
No. 36, 1972 Revisions. 5: 
No. 43A — T, Objective. 2:88 
No. 43A — T, Revised Tentative, 1972. 5:80 
No. 44A — T, Tentative Adoption, 1972. 5:80 
No. 49, 1972 Revisions. 5:80 
No. 56A, 1972 Revisions. 5:84 
No. 56C, 1972 Revisions. 5:85 
No. 56E, Official Adoption, 1972. 5:85 
No. 56HM — T, Tentative Adoption, 1972. 5:85 
No. 58, 1972 Revisions. 5:85 
No. 59A, 1972 Revisions. 5:85 
No. 61C — T, Tentative Adoption, 1972. 5:81 
No. 61D — T, Tentative Adoption, 1972. 5:81 
No. 70, Conduit in Concealed Spaces. 2:39 
No. 70, Extension Cords. 6:103 
No. 70, Locating Service Equipment. 3:71 
No. 70, Transformer Overcurrent Devices. 1:81 
No. 70A, 1972 Revisions. 5:86 
No. 70L — T, Tentative Adoption, 1972. 5:81 
No. 71, 1972 Revisions. 5:87 





. 72A, 1972 Revisions. 
y > 1972,Revisions. 5: 
. 72C, 1972 Revisions. 5: 
. 72D, 1972 Revisions. 5:88 
. 722E — T, Tentative Adoption, 1972. 5:87 
o. 74, 1972 Revisions. 5:88 
o. 75, Halon 1301 Systems. 3:39 
No. 75, 1972 Revisions. 5:81 
Yo. 76A, 1972 Revisions. 5:84 
77, 1972 Revisions. 5:88 
. 82, 1972 Revisions. 5:80 
No. 85, 1972 Revisions. 5:79 
No. 85D, 1972 Revisions. 5:80 
. 86C — T, Tentative Adoption, 1972. 5:86 
. 90A, Duct Materials Permitted. 2:38 
No. 90A, 1972 Revisions. 5:79 
. 91, Duct Materials Permitted. 2:39 
. 91, 1972 Revisions. 5:79 
No. 92M, 1972 Revisions. 5:80 
. 96, Grease Removal Requirements. 4:69 
Yo. 97M, 1972 Revisions. 5:81 
. 101, Egress Lighting. 6:42 
. 102, 1972 Reconfirmation. 5:88 
Yo. 193, 1972 Revisions. 5:81 
. 196, 1972 Revisions. 5:82 
- 198, 1972 Revisions. 5:82 
o. 205M — T, Tentative Adoption, 1972. 5:80 
. 211, 1972 Revisions. 5:81 
. 224, 1972 Revisions. 5:83 
. 231, 1972 Revisions. 5:83 
. 231C, 1972 Revisions. 5:87 
. 232AM, Official Adoption, 1972. 5:87 
o. 251, 1972 Revisions. 
. 252, 1972 Revisions. 
. 255, 1972 Revisions. 
Yo. 295, 1972 Revisions. 
. 302, 1972 Revisions. 
. 306, 1972 Revisions. 
No. 329, 1972 Revisions. 
o. 395, 1972 Revisions. 
No. 403, 1972 Revisions. 
No. 407, 1972 Revisions. 
No. 409, 1972 Revisions. 
No. 410C, 1972 Revisions. 
No. 416, 1972 Revisions. 5:79 
No. 422M, Board Approved, Official Adoption. 5:60 
No. 422M, Proposed, 1972. 5:79 
No. 481, 1972 Revisions. 5:81 
No. 491M, Evolution of. 2:89 
No. 494L, 1972 Revisions. 5:87 
No. 495, 1972 Revisions. 5:80 
No. 496, 1972 Revisions. 5:80 
No. 501A, 1972 Revisions. 5:86 
No. 501B, 1972 Revisions. 5:86 
No. 501C, 1972 Revisions. 5:86 
No. 502 — T, Tentative Adoption, 1972. 5:86 
No. 505, 1972 Revisions. 5:85 
No. 651, 1972 Revisions. 5:81 
No. 702, Use in California. 3:18 
No. 704M, Navy Use of. 3:41 
NFPA Copes, STanDARDs, GENERAL-INTEREST ITEMS: 
Segregation of Shalls from Shoulds. 2:3 
NFPA Evropean Fire CONFERENCE: 
Geneva, 1973. 5:51 
NFPA Fire Sarety Exuisit: 
First Annual. 3:3 
NFPA Fire Service Section: 
Plans for. 2:41 
NFPA GENERAL MANAGER: 
President, NFPA. 5:60 
Report, 1972. 5:26 
NFPA Honorary Lire MEMBERSHIP: 
Bush, Loren S. 5:36 
NFPA Inpvusrriat Fire Protection SECTION: 
Constitution Amended, 1971. 2:43 
NFPA Library Accessions. 1:90; 3:108; 4:73; 5:134; 6:90 
NFPA Nominating Committee: 
Report, 1972. 5:36 
NFPA PRESIDENT: 
Morgan, C. S., 1972. 5:60 
Report, 1972 5:21 
NFPA Prorite, 1972: 
Four Reports on the NFPA. 5:21 
NFPA Speciat ComMITTEE: 
System Concepts, approved. 5:62 
NFPA STanparps: 
Consensus, Advantages of. 5:22 
To Include only Mandatory Provisions. 2:41 
NFPA Sranparps Story, THE: 
Hazardous Chemical Reactions. 2:88 
Need for One Standard on Hospital Equipment. 6:64 
Storage of Liquid and Solid Oxidizers. 2:87 
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NFPA Tecunicat Apvisory COMMITTEE: 
Automatic Sprinkler Committee Recommendations. 5:60 
NFPA Tecunicat CoMMITTEES: 
Air Conditioning, 1972 Report. 5:79 
Automatic Sprinklers, Board Instructions to. 5:60 
Automatic Sprinklers, 1972 Report. 5:79 
Aviation, Board Action on 422M — P. 5:60 
Aviation, 1972 Report. 5:79 
Blower Systems, 1972 Report. 5:79 
Boiler-Furnace Explosions, 1972 Report. 5:79 
Building Construction, 1972 Report. 5:80 
Carbon Dioxide, 1972 Report. 5:80 
Chemicals and Explosives, 1972 Report. 5:80 
Chimneys and Heating Equipment, 1972 Report. 5:80 
Combustible Metals, 1972 Report. 5:81 
Disposable Combustible Solids in Hospitals, Established in 
1971. 2:41 
Dry Chemical Extinguishing Systems, 1972 Report. 5:81 
Dust Explosion Hazards, 1972 Report. 5:81 
Electrical Computer Systems, 1972 Report. 5:81 
Electrical Field Service, 1972 Report. 5:81 
Essential Electrical Systems, Scope Changed, 1971. 2:41 
Fire Department Equipment, 1972 Report. 5:81 
Fire Departments Serving Rural Areas, Name Changed, 1971. 2:43 
Fire Hose, 1972 Report. 5:82 
Fire Pumps, 1972 Report. 5:82 
Fire Tests, 1972 Report. 5:82 
Flammable Liquids, 1972 Report. 5:82 
Foam, 1972 Report. 5:83 
Forest, 1972 Report. 5:83 
Garages, Name and Scope Changed. 5:64 
General Storage, 1972 Report. 5:83 
Halogenated Fire-Extinguishing Agent Systems, 1972 Report. 
5:83 
Hospitals, 1972 Report. 5:84 
Industrial Trucks, 1972 Report. 5:85 
Liquefield Natural Gas, 1972 Report. 5:85 
Liquefied Petroleum Gases, 1972 Report. 5:85 
Marine Fire Protection, 1972 Report. 5:85 
Mobile Homes and Recreational Vehicles, 1972 Report. 5:86 
Mobile Homes and Recreational Vehicles, Scope Referred to 
Technical Advisory Committee, 1971. 2:43 
Motor Vehicle and Highway Fire Protection, 1972 Report. 5:86 
National Electrical Code, 1972 Report. 5:86 
Ovens and Furnaces, 1972 Report. 5:86 
Portable Fire Extinguishers, 1972 Report. 5:87 
Public Fire Protection, Established, 1971. 2:43 
Pyrotechnics, 1972 Report. 5:87 
Rack Storage of Materials, 1972 Report. 5:87 
Record Protection, 1972 Report. 5:87 
Reorganization, 1972. 5:63 
Rocket Propellants, Discharged, 1971. 2:43 
Rural Fire Prevention and Protection, Reorganized, 1971. 2:43 
Rural Fire Prevention Promotion, Name Changed, 1971. 2:43 
Signaling Systems, 1972 Report. 5:87 
Static Electricity, 1972 Report. 5:88 
Suburban and Rural Fire Departments, Scope, 1971. 2:43 
Suburban and Rural Fire Prevention Promotion, Scope, 1971. 
2:43 
Suburban and Rural Fire Protection and Prevention, Scope, 1971. 
2:43 
Tents, Grandstands, and Air-Supported Structures, 1972 Report. 
5:88 
Use of Electricity in Patient Care Areas, New Name, 1971. 2:41 
Use of Electro-Medical Equipment in Hospitals, Name Changed, 
1971. 2:41, 
Use of High-Frequency Electrical Equipment in Hospitals, 
Established, 1971. 2:41 
NFPA Tecunicat Commirrees, GENERAL-INTEREST ITEMS: 
Board Directive on Mandatory Provisions. 2:41 
Roard to Study Funding. 5:62 
Regu'stions Governing, Revised 1971. 2:41 
Segregation of Shalls from Shoulds. 2:3 
NFPA TREASURER: 
Report, January 1 — December 31, 1971. 5:29 
NFPA Vice-PREsIDENT: 
Office Created, 1972. 5:60 
Nives, Micu.: 
Metalworking Plant Fire, June 27, 1972. 6:57 
Nomex: 
Combustibility of. 3:112 
Use by Veterans Administration. 1:84, 85 
Norway: 
Fire Statistics, 1971. 6:59 
Norwicu, Conn.: 
Nursery School Fire, Dec. 19, 1971. 3:60 
Nursery Scuoou Fire (See School Fire) 
Nursinc Home Fire: 
Nashville, Tenn., Sept. 13, 1971. 1:47 
Near Honesdale, Pa., Oct. 19, 1971. 1:33 
Salt Lake City, Utah, Sept. 15, 1971. 1:21 





Nvursinc Homes: 
Annual Fire Statistics. 2:56 
Automatic Extinguishment of Smoky Fires Needed. 4:112 
Basis for Life Safety Requirements. 2:57 
Brookhaven’s Attack on Problems. 5:51 
Federal Control of Fire Safety. 1:3 
Fire Protection for. 2:94 
Occupants. 1:82 
Perspective View of Fire Experience. 1:52 
Safety from Systems Viewpoint. 3:44 
Sprinklered in Brookhaven, N.Y. 1:95 
State Fire Protection Requirements. 1:95 
Structural Needs for. 2:55 
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Occupancy Fire Picture, THE: 
A Guide to Better Restaurant Protection. 2:16 
Occupational Safety and Health Act: 
Impact of. 5:32 
Impact of, on Industry. 6:34 
OccuPaTIONAL SAFETY AND HEALTH ADMINISTRATION: 
Fire Marshal and. 5:33 
Orrice (DENTIST) Fire: 
Los Gatos, Calif., Sept. 28, 1971. 4:59 
Orrice Buritpine Fire: 
Ann Arbor, Mich., Nov. 10, 1971. 2:54 
Dayton, Ohio, May 31, 1972. 6:57 
Greene, Maine, Oct. 25, 1971. 1:49 
Montreal, P.Q., Jan. 27, 1972. 4:59 
Sao Paulo, Brazil, Feb. 24, 1972. 4:6 
Orrice Fire: 
Las Vegas, Nev., March 6, 1972. 5:75 
Orrice OccuPANCIES: 
High-Rise, Sprinkler Performance. 6:47 
Losses, 1971. 5:67 
Oux1o: 
Dwelling Fire Alarm Requirements. 2:34 
Ouymp1a, WasuH.: 
Motel Fire, Sept. 1971. 1:47 
One Fire Wor.p: 
Editorial. 6:5 
OperaTinG Rooms: 
Cautery Equipment Hazard. 3:23 
Disposable Goods, Hazards of. 3:22 
Disposables in. 3:19 
Fire Hazard in. 3:23 
OPERATION BREAKTHROUGH: 
Related to Industrialized Housing. 5:47 
Oppavu, GERMANY: 
Explosion, 1938. 2:87 
OrGanic PEROXIDES: 
Range of Hazards. 2:89 
Orovitue, Cauir.: 
School Fire, Dec. 14, 1971. 3:60 
OSHA (OccupaTIONAL SAFETY AND HEALTH ADMINISTRATION): 
Promulgation of Standards. 6:36 
Use of Consensus Standards. 2:10 
Oven, Dryina: 
Fires in. 5:78 
OxipizErs: 
Classification of. 2:88 
Storage of. 2:87 
OXYGEN: 
Cylinder Fire. 4:60 
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PAINnT-MANUFACTURING PLANT FIRE: 
Baltimore, Md., March 13, 1972. 5:77 
PALLETS: 
Idle, Fire Problem of. 4:98 
Idle, FM Sprinkler Standards. 4:101 
Idle, Loss Experience. 4:100 
Pato Ato, Cauir.: 
Apartment Fire, Sept. 17, 1971. 1:47 
Paper Propucts PLant Fire: 
Paper Coatings, Plainfield, Conn., April 7, 1972. 5:78 
Philadelphia, Pa., April 20, 1972. 5:78 
Parma, OnI0: 
Building-undei-Construction Fire, Nov. 22, 1971. 2:54 
Pas pe Caais, FRANCE: 
Electrical Equipment-Manufacturing Fire, Nov. 27, 1971. 6:55 
Payette, IpAno: 
Metalworking Plant Fire, Dec. 20, 1971. 2:53 
Pentrira, WitiiaM A.: 
President, FMANA, 1972-1973. 5:38 
PHENOLIC Foam: 
Toxic Products from. 5:46 


PHILADELPHIA, Pa.: 

Apartment Fire, April 11, 1972. 5:76 

Library Fire, July 25, 1972. 6:16 

Paper Products Plant Fire, April 20, 1972. 5: 

Textile Products-Manufacturing Fire, March 
Pipe: 

Polyvinyl, Fire Behavior. 6:91 
PLACERVILLE, CALIF.: 

Woodworking Plant Fire, Dec. 21, 1971. 2:53 
PLAINFIELD, CONN.: 

Chemical Plant Fire, Dec. 3, 1971. 4:62 

Paper Products Plant Fire, April 7, 1972. 5:78 
Piastic PropuctTs-MANUFACTURING PLANT FIRE: 

Boats, Manchester, N.H., Nov. 2, 1971. 2:53 

Flower Pots, Addison, Ill., Dec. 2, 1971. 2:52 

Polystyrene, Berkeley, Calif., Feb. 5, 1972. 5:77 

Roseville, Minn., May 13, 1972. 6:56 
PLAstTics: 

Polyvinyl Chloride. 6:91 

Toxicity and Smoke Development. 5:45 
Puastics Fire: 

Bathtub. 2:54 

Boats. 2:53 

Polystyrene Insulation. 2:54 

Wastebasket. 2:52 

Water Bed. 5:76 
Puastics-MANUFACTURING FIRE: 

Polyurethane Foam, Etobicoke, Ont., Jan. 7, 1972. 4:62 
PLumBiInG TorcH: 

Fire Cause. 4:60; 5:75 
PoLYEsTEeR REsINs: 

Imparting Flame Resistance to. 4:36 

POLYETHYLENE: 

Imparting Flame Resistance to. 4:36 
POLYISOCYANURATE: 

Insulation, Fire Test. 6:39 
POLYPROPYLENE: 

Air-Conditioning Unit Grill. 1:47 

Bed Pad Fire. 5:76 

Imparting Flame Resistance to. 4:36 
POLYSTYRENE: 

Insulation Fire. 2:54 
POLYURETHANE: 

Dust Ignited. 1:50 

Imparting Flame Resistance to. 

Insulation, Fire Test. 6:39 
POLYVINYL CHLORIDE: 

Characteristics of. 5:45 

Combustibility. 6:93 

Corrosion Fire Test. 2:22 

Duct Fires. 2:94 

Imparting Flame Resistance to. 

Pipe, Conduit, Wire. 6:91 

Products of Combustion. 6:93 
PorTLAND, MAINE: 

Apartment Fire, Nov. 14, 1971. 2:51 
PORTLAND, OREG.: 

Dwelling Fire, Jan. 6, 1972. 4:61 
Potassium CHLORATE: 

Explosion. 6:56 
Propuct SAFEty: 

Role of Vonultary Standards. 3:13 
Provipence_, R.I.: 

Apartment House, May 28, 1972. 6:58 
Pusiic ASSEMBLY OcCUPANCIES: 

Losses, 1971. 5:66 
PvuEBLO, COLo.: 

Hospital Fire, May 17, 1972. 5:76 
Pump, Fire: 

Apartment House, May 28, 1972. 6:58 

Diesel Stopped, Improper Installation. 6:56 
Pumps, PoRTABLE: 

Effects of Suction Lift on. 5:40 


78 
7, 1972. 5:77 
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Rack SToraGe: 
Developments. 5:48 
RaiLtroap Rone Stock Fire: 
Houston, Tex., Oct. 19, 1971. 2:13 
Raitroap Section, NFPA: 
Annual Meeting, 1972. 5:41 
Constitution, Bylaws Amended. 5:44 
RAILROADS: 
Accident Frequency. 2:94 
Emergencies, Carrier Response to. 5:42 
Rights-of-way Fire Protection. 5:43 
Transportation Emergencies. 5:42 
REcorps: 
Computer Tapes, Protection. 6:50 
Historic, Damaged. 1:49 





Reriery, On, Fire: 

Doraville, Ga., April 6, 1972. 6:55 
Remsvi1te, N.C.: 

Restaurant Fire, March 14, 1971. 1:49 
RESIDENTIAL OccUPANCIES: 

Losses, 1971. 5:67 
RESTAURANT FRE: 

Aberdeen, Hong Kong, Oct. 30, 1971. 3:61 

Cambridge, Mass., Dec. 30, 1971. 4:61 

Reidsville, N. C., March 14, 1971. 1:49 
RESTAURANTS: 

Guide to Better Protection. 2:16 

Losses, 1971. 5:66 
Rrept, Roserr W.: 

Vice-Chairman, Railroad Section, 1972-1973. 
Risk AssEssMENT: 

Definition. 5:49 
Rocxrorp, I.t.: 

Garage, Repair, Fire, April 17, 1972. 5:76 
RoomineG, Boarpinc Hovsss: 

Losses, 1971. 5:67 
Rosecrans, WIsc.: 

Home for Aged Fire, April 4, 1972. 5:52 
ROsEvILLE, Micx.: 

Bowling Alley Fire, Dec. 6, 1971. 2:53 
ROSEVILLE, MINN.: 

Plastic Products-Manufacturing Plant Fire, May 13, 1972. 6:56 
RvuppisH, TRASH: 

Yard Fire Spread to Building. 1:48 
Rupert, Ipano: 

Tire-Recapping Plant Fire, Aug. 3, 1971. 1:48 
Ryan, Luoyp G.: 

First Vice-President, FMANA, 1972-1973. 5:38 


Sares: 
Computer Tapes for. 6:50 
Satem, OREG.: 
Gasoline Service Station Fire, Dec. 3, 1971. 3:61 
Sait Lake Crry, Utan: 
Nursing Home Fire, Sept. 15, 1971. 1:21 
SALVAGE: 
Library Fire. 6:20 
San Antonio, TEx.: 
Warehouse Fire, Feb. 26, 1971. 4:66 
Sanpers, Jack C.: 
Second Vice-President, FMANA, 1972-1973. 5:38 
SXo Pavto, BrRagiL: 
Department Store Fire, Feb. 24, 1972. 4:6 
Office Building Fire, Feb. 24, 1972. 4:6 
ScHoou Fire: 
Elementary, Junior High, Chelsea, Mass., Mar. 11, 1971. 
Elementary, Oroville, Calif., Dec. 14, 1971. 3:60 
Elementary, Watertown, Mass., Jan. 22, 1972. 3:60 
High School, Cincinnati, Ohio, Feb. 25, 1972. 4:60 
Large-Loss, 1971. 4:64 
Nashville, Tenn., Feb. 8, 1972. 5:75 
Nursery, Norwich, Conn., Dec. 19, 1971. 3:60 
ScHoo.s: 
Loss Trend. 2:8 
Losses, 1971. 5:66 
Sears Tower: 
Fire Protection for. 5:7 
Seat PLeasant, Mp.: 
Dwelling Fire, March 18, 1972. 75 
SEaTTLe, Wasu.: 
Dwelling Fire, April 25, 1971. 3:64 
SEGREGATION 1s Goop FOR STANDARDS: 
Editorial. 2:3 
Sout, Korea: 
Hotel Fire, Dec. 25, 1971. 3:5 
SFPE Honorary Lire MEMBERSHIP: 
Richard E. Stevens. 5:48 
Suarts: 
Smoke, Fire Spread through. 3:12 
Suarts, Arr: 
Fire Spread Up. 2:51 
Sup Fire: 
Meteor, off British Columbia, May 22, 1971. 3:63 
Queen Elizabeth (Seawise University), Hong Kong, Jan. 9, 1972. 
3:60 
Roger Blough, Lorain, Ohio (Shipyard), June 24, 1971. 4:65 
Suips: 
Hazardous Materials Storage by Navy. 3:41 
SHoppine CentER (See Store Fire) 
SIGNALING Systems: 
Switched Line. 5:49 
Sr-ver NITRATE: 
Action of Ammonia on. 2:89 


Smoke: 
Automatic Extinguishment of Smoky Fires Needed. 4:112 
Control of in Sears Tower. 5:12 
Doors, Detector Location Tests. 6:28 
Little Attention in Building Codes. 3:68 
Measuring Release. 5:45 
Plastics. 5:45 
Survey of the Problem. 3:47 
What's in It. 3:47 
SMOKING AND MATCHES: 
Fire Caused by. 1:54; 2:52; 5:76 
Losses, 1971. 5:66 
Sociery or Fire Prorection ENGINEERS: 
Annual Meeting, 1972. 5:48 
Soprum Nitrate: 
Fire Survey. 2:87 
Sours SHarrssura, Vr.: 
Woodworking Plant Fire, May 30, 1972. 5:78 
Sparks, ELEectrIc: 
Ignition Source. 4:52 
Sparks, ELEcTROSTATIC: 
Bonding, Grounding. 6:44 
Sparks, FRIcTION: 
Fire Cause. 4:62 
Spontaneous HEATING: 
Polyurethane Foam, Fire Cause. 4:62 
Rubber-Backed Bed Pads. 5:76 
Spontaneous IGNITION: 
Losses, 1971. 5:66 
Spray Booru: 
Fire Originated at. 2:53 
Slipping Exhaust-Fan Belt. 3:62 
Spray PaintIne Fire: 
Electrostatic Equipment. 1:49 
SPRINGFIELD, ILL.: 
Convalescent Home Fire, May 5, 1972. 5:16 
SPRINGFIELD, OREG.: 
Lumberyard Fire, March 22, 1972. 5:78 
SPRINKLERS: 
Australia. 1:28 
High-Rise Building Experience. 6:47 
High-Rise Building Protection. 4:40 
History of. 1:31 
Improved, Needed for Nursing Homes. 2:94 
Necessity for Nursing Homes. 1:56 
New Zealand. 1:28 
Protection for Sears Tower. 5:7 
SPRINKLERS, FoaM-WATER: 
747 Hangar Protection. 2:24 
SPRINKLERS, SATISFACTORY PERFORMANCE. 1:47; 4:62; 5:75, 77, 78; 
6:57 
SPRINKLERS, UNSATISFACTORY PERFORMANCE: 
High-Piled Stock. 2:53 
Origin in Unsprinklered Area. 6:57 
Partially Dismantled, Rod Repairs. 6:56 
Premature Shutoff. 2:53 
Supply Pipe Broken. 1:50 
Valve Closed. 4:66 
Valve Closed for Unknown Reason. 3:62 
Water Supply Inadequate. 1:48, 50 
STaIRwayY: 
Blocked by Smoke, Doors not Latched. 4:59 
Open, Factor in Fatal Fire. 1:24 
Open, Smoke and Heat in. 5:18 
Open, Smoke Spread by. 5:75 
Wood Door Burned through. 4:13 
STAIRWAYs: 
Heat, Smoke Spread Up. 3:5 
Stamrorp, Conn.: 
Hospital Fire, Dec. 4, 1971. 3:62 
STANDARDS: 
Consensus. 2:10 
Hospital Equipment Needed. 6:64 
Inspectable Language. 6:36 
Vertical and Horizontal. 6:37 
Voluntary, ANSI Role. 3:15 
Voluntary, Role of. 3:13 
STanparps (See also NFPA Codes, Standards, etc.): 
Decision Trees and. 4:54 
STANDPIPE: 
Used in Building-under-Construction Fire. 2:54 
Sranppipe, Hose: 
No Water Connection. 3:112 
Sratic: 
Control of. 6:45 
Explanation. 6:44 
STATISTICS: 
Fire, International, 1971. 6:59 
Interpreting. 2:7 
Sprinklers in Australia. 1:28 
Sprinklers in New Zealand. 1:28 
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Sreev: 
Protection of. 5:46 
Srevens, ALAN: 
Assistant Treasurer, NFPA. 5:104 
Secretary, NFPA Board, 1972-1973. 5:36 
Srevens, Ricuarp E.: 
Honorary Life Membership, SFPE. 5:48 
SToRaGE: 
Oxidizers. 2:87 
SroraGe OccuPANCciEs: 
Losses, 1971. 5:67 
Srore Fire: 
Automobile Sales, Service, Bethesda, Md., Jan. 13, 1972. 3:61 
Automobile Sales, Service, Burnsville, Minn., Nov. 6, 1971. 2:54 
Department, S#o Paulo, Brazil, Feb. 24, 1972. 4:6 
Furniture, Chenoa, Ill., May 31, 1972. 6:58 
Gasoline Service Station, Salem, Oreg., Dec. 3, 1971. 3:61 
Shopping Center, Lakeland, Fla., Nov. 22, 1971. 3:61 
Upholstery, Fort Wayne, Ind., Sept. 7, 1971. 1:48 
Wig Shop, New Brunswick, N. J., April 24, 1972. 6:58 
Suction Lirt: 
Effect on Portable Pump. 5:40 
SweEpeEn: 
Fire Statistics, 1971. 6:59 
SwITZERLAND: 
Fire Statistics, 1971. 6:59 
Sytmar, CAuir.: 
Tunnel Fire, June 24, 1971. 3:64 
Systems ANALYSIS: 
Evaluating Specific Risks. 5:49 
GSA, for Life Safety in Structures. 5:97 
GSA Approach. 5:49 
NASA Approach. 5:49 
Nursing Home Safety. 3:44 
Systems DEVELOPMENT: 
NFPA’s Role. 1:10 
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Tacoma Park, Mp.: 
Electric Utility Substation Fire, July 4, 1971. 1:48 
TALKING EXTINGUISHING EQUIPMENT: 
Design Changes, Standards for Portable Fire Extinguishers. 6:95 
More about Halon 1301. 4:43 
Tank Cars: 
Derailment Involving. 2:13 
Tank Truck, FLAMMABLE Liquip, Fire: 
Visalia, Calif., Dec. 2, 1971. 3:62 
TAnxK Cars: 
RPI-AAR Research Project. 5:42 
Tanks, FLAMMABLE, COMBUSTIBLE L1QUIDS: 
Doraville, Ga., April 6, 1972. 6:55 
Underground, Testing for Leaks. 6:24 
Tanks, Rerinery, CHEMICAL PLANT FIRE: 
Doraville, Ga., April 6, 1972. 6:55 
Tewxssury, Mass.: 
Dwelling Fire, Dec. 23, 1971. 2:52 
TextiLce Miu Fire: 
Rayon-Spinning, Lemoyne, Ala., March 15, 1971. 4:65 
TextiLe Propucts-MANUFACTURING FIRE: 
Cotton Cloth, Griffin, Ga., March 17, 1972. 5:78 
Hosiery, Kannapolis, N.C., Aug. 19, 1971. 1:48 
Philadelphia, Pa., March 7, 1972. 5:77 
Trre-RecAPPING PLANT Fire: 
Rupert, Idaho, Aug. 3, 1971. 1:48 
ToLepo, Onto: 
Building-under-Construction Fire, Aug. 10, 1971. 2:54 
Topexa, Kans.: 
Warehouse Fire, May 7, 1972. 6:55 
Warehouse Fire, Sept. 15, 1971. 2:54 
ToppenisH, Wasu.: 
Hotel Fire, Jan. 5, 1972. 4:61 
Toxic ComBusTion Propucts: 
Measuring, Plastics. 5:45 
Trarters, Mosi_te Homes: 
Losses, 1971. 5:67 
TRANSFORMERS: 
Overcurrent Protection. 1:81 
TRANSPORTATION: 
Truck, Railroad Accident Frequency. 2:94 
TRAVEL TRAILER FIRE: 
Gallion, Ohio, Nov. 10, 1971. 2:52 
TRAVEL TRAILER-MANUFACTURING FIRE: 
Calgary, Alta., Canada, March 10, 1972. 5:77 
TrRouTMAN, James E.: 
Director, NFPA, 1972-1973. 5:61 
Truck Fire: 
Aircraft Catering, Honolulu, Hawaii, Feb. 23, 1972. 6:58 
Hydrogen, Dallas, Tex., Feb. 21, 1972. 6:58 
Waco, Ga., June 4, 1971. 1:39 


Trucks: 
Accident Frequency. 2:94 
TuNnNEL Fire: 
Near Lake Huron, Mich., Dec. 11, 1971. 3:63 
Sylmar, Calif., June 24, 1971. 3:64 
Tyrone, Pa.: 
Hotel Fire, Jan. 16, 1972. 3:29 


UFIRS: 
Progress Report, 1972. 5:37 
Purpose. 1:13 
Uuiana, JoHn: 
Vice-Chairman, IFPA, 1972-1973. 5:39 
Unitep Kinepom: 
Fine Statistics, 1971. 6:59 
Unitep States: 
Fire Statistics, 1971. 6:59 
Large-Loss Fires, 1971. 4:63 
Multiple-Death Fires, 1971. 3:63 
UnitTep States DEPARTMENT OF CoMMERCE (See National Bureau 
of Standards) 
UnitTep States DEPARTMENT OF TRANSPORTATION: 
Hazard Identification System. 5:42 
NFPA Recommendations on Hazard Identification. 2:44 
Placarding System. 5:37 
Proposed Hazard Identification System. 5:5 
Unitep States GOVERNMENT: 
Motor Vehicle Flammability Standards. 4:34 
National Commission on Fire Prevention and Control. 4:19 
Unitep States Navy: 
Use of 704M System. 3:41 
UnitTep States VETERANS ADMINISTRATION: 
Hospital Fire Safety Program. 5:37 
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VACANT-AND-IDLE-BUILDING FIRE: 

Los Angeles, Calif., Oct. 28, 1971. 3:59 
Van Dowan, Rosert W.: 

Second Vice-Chairman, NFPA Board, 1972-1973. 5:36 
VAULTS: 

Computer Tapes for. 6:50 
VerticaL Fire SpreaD THROUGH Winpows. 4:13 
VERTICAL OpENINGS (See also Stairways): 

Unprotected, Fire Spread up. 5:55 

Wall Not Firestopped, Fire Spread through. 4:60 
VETERANS ADMINISTRATION: 

Flame-Retardant Fabrics, Use of. 1:84 
Vickery, GoRDON: 

Resignation from NFPA Board of Directors. 5:61 
VinyL CHLORIDE: 

Tank Rupture during Fire. 2:13 
Visauia, Cauir.: 

Bulk Plant Fire, Dec. 2, 1971. 3:62 

Tank Truck Fire, Dec. 2, 1971. 3:62 
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Waco, Ga.: 
Truck Fire, June 4, 1971. 1:39 
Watts, Fire: 
Damaged by Explosion. 2:53 
Unprotected Opening, Fire Spread through. 1:50 
WAREHOUSE: 
Auto Parts, San Antonio, Tex., Feb. 26, 1971. 4:66 
General, Columbus, Ohio, Jan. 31. 1971. 4:66 
WAREHOUSE Fire: 
Baled Fiber, Henderson, N.C., June 25, 1971. 1:50 
Baled Waste Paper, Kalamazoo, Mich., Aug. 24, 1971. 1:50 
General, Topeka, Kans., Sept. 15, 1971. 2:54 
Grain Elevator, Topeka, Kans., May 7, 1972. 6:55 
Polyurethane, Lindstrom, Minn., Aug. 19, 1971. 1:50 
Storage, Granada, Minn., July 29, 1971. 1:50 
Tobacco, Lancaster, Pa., Feb. 6, 1972. 5:78 
WarrEN Twp., INp.: 
Building-under-Construction Fire, Oct. 17, 1971. 2:54 
WasuinerTon, D.C.: 
Dwelling Fire, Nov. 26, 1971. 3:59 
Dwelling Fire, Sept. 22, 1971. 1:47 
WASHINGTON SCENE, THE: 
Impact on Industrial Plant Safety. 6:34 
WaAS8TEBASKET: 
Plastic, Fire in. 2:52 





Water: 
Friction-Reducing Agent. 5:48 
Use at LNG Plants. 2:31 
Water Bep (See Bed) 
WaTEeRTOWN, Mass.: 
School Fire, Jan. 22, 1972. 3:60 
WELDING AND CUTTING: 
Fire Caused by. 1:50; 2:53, 54; 3:60; 6:55, 56 
Losses, 1971. 5:66 
Waat's New rn Frre Protection. 5:136; 6:99 
Waitaker, BARON 
Director, NFPA, 1972-1975. 5:37 
Wrrinc: 
Polyvinyl Chloride, Fire Behavior. 
Woop-SHIncLe Roor: 
Fire Spread by. 6:8 


Ahern, John J. 2:7; 5:21 
Alpert, R. L., 5:49 

Andrews, William W. 5:46 
Ault, Wayne E. 4:40 

Averill, Charles F. 2:24; 5:46 


Babcock, Chester I. 1:3, 52; 2:3; 4:5; 5:5 
Bennett, Edward. 2:86 
Bercaw, James R. 5 
Bishoff, Fred M. 5:3: 
Black, William F. ! 
Bland, Richard E. 4 
Boddorff, Deane. 5:5 
Bond, Horatio. 

Bose, Vilmar K. 6:60 
Breen, David E. 5:46 
Bright, Richard G. 5: 
Burgun, J. Armand. 2:58 
Burkholder, Kenneth. 5:43 
Burns, Robert B. 5:40 
Bush, Loren 8. 5:24 
Byrne, John M. 1:27 


Cahan, Samuel. 5:40 
Cates, Jack W. 1:88 
Cholin, Roger. 2:19; 5:105 
Clark, Stanley W. 5:45 
Clarke, Graham. 4:98 
Clough, Truman C. 5:48 
Cobb, Samuel 8. 5:43 
Colton, Jerome G. 2:45 
Coulter, Gordon L. 6:28 
Crosley, William A. 5:46 
Crowley, Donald. 5:46 


Davis, Herbert W. 5:51 
Dernehl, Carl Ulrich. 5:45 
Diehl, Donald A. 5:46 
Dornette, William H. L. 4:27 
Doyle, William H. 2:89 
Dupree, M. A. 2:17 


Emerson, Ernest A. 5:37 


Fee, Frank J. 5:29 
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